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SECRET 


IDEA- 03 10- 69 
Cop y 6 "o f s 

36 March 1969 


MEMORANDUM FOR: Budget & Finance Dlvision/COMPT/OSA 
ATTENTION: | 

SUBJECT: IDEALIST Test Fils Requirements for FY-70 & FY-71 


1. The following FY-70 and FY-71 film requirements for 
test purposes la submitted. Amounts, types and Lengths have 
been selected with two main purposes in mind: 

a. To check out various emulsions under different 
conditions, i.e., seasonal, atmospheric, and 
environmental . 

b. To exercise our configurations at stated 
intervals of time. 

2. Following are films required for above purposes and 
not for operational, repeat, not for operational useage . 


TYPE OF CONFIG 


FY-70 


FY-71 




12 rolls 3400 
6 rolls 3404 
12 rolls 80-230 


12 rolls 3400 
4 rolls 3404 
10 rolls 80-230 


NOTE: FOB ”H” ALL LENGTHS 6** x 2000’ 


’B’ 


6 rolls 3401 
24 rolls 3400 


6 rolls 3401 
24 rolls 3400 


F 

t 


NOTE: FOR "B” ALL LENGTHS 9$" x 6500* 


DELTA 3 


24 rolls 3404)„ ft _ fn 24 rolls 3404 

4 rolls 3400^°^ OQ , 4 rolls 3400 

4 rolls 80-121) 7Q*m 

)x 6000* 


IRIS - 2 

42 rolls 3404 (5-xl0, 500 ') SAME AT 
42 rolls 3404 <5”x 6,600’) FY-71 

12 rolls 3400 (6 'xlO, 600 ') 

' : T. 1 1 12 rolls 30-230 <5«x6,000’) 
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Pap 2 


IRIS - 2 (COST'd ) rY-70 FY-71 

6 rolls S 0-206 (5 n x 6,000’) SAMS AT 
12 rolls SO-121 <5"x 6,000’) FY-71 

12 roll® 80-180 (5"x 6,000’) 


T-35 TRACKER 


NONE 


NONE 
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Cy 1 - BleFD/OSA ) 

2 - MD/M/08A 

3 - SaD/RAD/iswt 

4 - BSD Chroao 
6 - RJB/OSA 
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